Olympia 
Bench Vises 


25.95 Reg. 35.99 


5" Heavy Duty Extra 
sturdy steel. Professional 
quality. 13-015 


4 ay SAVE 3.00 

8 Reg. 12.99 
3-1/2" Light Duty 

180° locking swivel base. 


Professional quality. 13-011 


Save on a quality Olympia bench vise for 
your shop table or garage. . 


Hardened jaws. 13-011 | 


